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Message Text 


LIMITED OFFICIAL USE CASABLANCA 0472 

FRANKFURT FOR RTC, ROME FOR RSO, DEPT FOR SY/OPS/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : METAL DETECTOR, GENOA 

REF: FRANKFURT 2626 

1 . SENTRY WALK-THROUGH METAL DETECTOR ORDERED IN 
FEBRUARY ON BASIS ON RSO ROME REQUEST, AND SERIOUS THREAT 
IN NORTHERN ITALY. RTC HAS HAD NO OPPORTUNITY TO MAKE 
INSTALLATION SURVEY, BUT PAST EXPERIENCE SHOWS RSO ROME 
USES GOOD IUDGMENT IN REQUESTING TECHNICAL EQUIPMENT AND 
SERVICES. IN VIEW OF THIS, NO DIFFICULTIES ARE ANTICI- 
PATED. 

2. OUR RECORDS SHOW GENOA HAVING OSZILLOV HAND HELD 
DETECTORS ON POST. CASABLANCA HAS NO RENS UNITS 
AVAILABLE. KUNIHOLM 
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